3336                STATUTES AT LARGE                      [RULtS
RULES AND REGULATIONs-1962
INDUSTRIAL COMMISSION
Promulgated under authority of Section 72-59, Code of Laws of S. C., 1952
(Filed in the office of the Secretary of State September 14, 1961)
The following supercedes present Rule 27:
Rule 27
In all cases, Form No. 20, Statement of Days Worked and Earnings
of Employee, must be submitted to the Commission along with Agree-
ment as to Compensation or at the time of the hearing in contested cases.
INSURANCE DEPARTMENT
Liquefied Petroleum Gas
Promulgated under authority of Act No. 785 of 1952
(Filed in the office of the Secretary of State September 15, 1961)
June, 1961, Standards of the National Board of Fire Underwriters
Pamphlet No. 58, for the Storage and Handling of Liquefied Petroleum
Gases is filed in the office of the Secretary of State. Those interested
should refer to this copy.
Owner
(Filed in the office of the Secretary of State January 4, 1962)
1. The word "owner", whenever and wherever used in the rules and
regulations of the South Carolina Insurance Department, pertinent to
liquefied petroleum  gas, including the NBFU  Pamphlet No. 58, is
d~fihed as the titleholder of such tank, cylinder or container of what-
ever desciiption, used in connection with the storage of liquefied petroleum
gas.
2. Every supply tank or container, of 100 pounds net liquefied petroleum
gas capacity or greater, with its regulating equipment connected in a
service system, shall be identified as long as it is in service by the
supplier with an attached tag, label, or marking which shall legibly and
Visibly show the name of the person, firm, or corporation who is supply-
ifig liquefied petroleum gas to said system together with the name of
the titleholder if other than the supplier. If the supplier is other than the
"owner", as herein described, his authority to supply shall in all cases
be supported by written contract with the owner, except in those in-
stances wherein the consumer is the titleholder. It shall be unlawful for
any person, firm, or corporation other than such supplier or owner of
system, to disconnect, or to interrupt, or to fill said system with liquefied
petroleum gas without the consent of the said supplier; however, when
some other registered supplier is requested by the consumer to connect
his service and is given permission by the consumer to connect service,
the supplier shall notify former supplier before disconnecting former serv-
ice, and the connection of his own service, and shall cap or plug all
disconnected equipment outlets and leave said equipment in condition
consistent with the regulations of the South Carolina Insurance De-
partment.


